From: McGuire, Thomas M (DPH) 

Sent: Friday, January 21, 2011 12:42 PM 

To: Han, Linda (DPH) 

Subject: December's Breakdown by Lab Area 

Attachments: Analytical Chemistry 12-31-lO.xls; Microbiology 12-31-lO.xls; Molecular 12-31-lO.xls; 

Lab Q&A, IT and Lab Support 12-31-lO.xls 


Linda, 

Here is the split by division, let me know if you have any questions 
Thanks 
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